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PENDANT LANTERN 
Ceiling Length 
No. Plate O.A. 
3941 8Y," Dia. 1" 
Finish: English Brass 


Glass: Clear Fresnal Lens — 
Open Bottom 


BRACKET LANTERN 
Body Height Canopy 
No. Dia. O.A. Ext. Dia. 
*616 5” to” 7 si 5” 
Finish: English Brass 


Glass: Clear Fresnal Lens — 
Open Bottom 


*Does not haye U/L Label 


BRACKET LANTERN 
Roof Height 
No. Dia. OA. Ext. 
BH607 5%,” 13” 8,” 


Finish: Old Copper 


Glass: 4” x 4” CRI Cyl. 
Open Bottom 


PA607 — Pendant Lantern 


BRACKET LANTERN 

Body Height Canopy 
No. Dia. OA. Ext. Dia. 
506 5”Sq. 18” 10” 5” 
Finish: Old Copper 
Glass: Clear Moss 


PC504 — Chain Pendant Type 
24” O.A. Length 


OPTIONAL FINISHES 


Copper Lanterns 
Old Copper, Black 
English Brass 


CEILING LANTERN 
Depth 
No. Roof O.A. 
407 8%)"Sq. 4” 
408 — as above 
without Wire Guards 


Finish: Old Copper 
Glass: Clear Moss 


BRACKET LANTERN 


Roof Height Canopy 
No. Dia. OA. Ext. Dia. 
347 6” 12” ° 


Finish: Old Copper 
Glass: Clear Moss — Open Bottom 


BRACKET LANTERN 


Body Height 
No. Dia. O.A. Ext. 
BH444 5” 10%" 8%” 
BH442 Zr Age 9¥2" 


Finish: Old Copper 


Glass: Clear Moss 
Hinged Bottom Door 


ae 


CEILING LANTERN 
Roof Depth 
No. Dia. OA, Lts. 
406 11” 4” 2 
Finish: Old Copper 
Glass: Clear Moss 


POCKET LANTERN 

Wall Plate 
No. Size Ext. Lts. 
430 7Y_" x 12%" AV," 2 
Finish: Old Copper 
Glass: Clear Moss 


BRACKET LANTERN 


Roof Height Canopy 
No. Dia. O.A. Ext. Dia. 


364 6%,” o 7V2" 5” 
Finish: Old Copper 
Glass: Clear Moss 

Open Bottom 


CEILING LANTERN 
Roof Depth 
No. Dia. OA. Lts. 
567 11%” 4" 2 
Finish: English Brass 
Glass: Clear Moss 


PENDANT LANTERN 
Roof Length 
No. Dia, O.A. 
PA380 6%" nor 
Finish: Black 
Glass: Clear 


BRACKET LANTERN 
Height 
No. Roof OA. Ext. 
SKS435 5” Sq. Ww 7\" 
Finish: Old Copper 
Glass: Clear Moss 
Open Bottom 


BRACKET LANTERN 


Body Height Canopy 
No. Dia. OA. Ext. Dia. 


524 8” 15” or Sf 
Finish: Old Copper 


Glass: Clear Moss K 
BRACKET LANTERN 
Height Canopy 
No. Roof O.A. Ext. Dia. 
381 6%" Sq. 9” 7%," 5” 
382 8” = Sq. 10” oF 5” 


Finish: Black 
Glass: Clear 
Open Bottom 


(f%) 


BRACKET LANTERN 
Roof Height 

No, Dia. O.A. Ext. 

481 8" 17” 91K" 

Finish: Old Copper 

Glass: Amber Moss 


Wall Plate 
4%," x 10” 


BRACKET LANTERN 


Body Height 

‘No. Dia. OA. Ext. Wall Plate 
858 6%" 19” Oy" 444" x 11%" 
859 8” 234," 11" 4M," x 142” 
Finish: Iron Lant, - Black 


Copper Lant. - Old Copper or Black 


Glass: Clear Moss 


BRACKET LANTERN 


Body Height 
No. Dia. O.A. Ext. 
527 8” 17%" 9%" 
528 10” 1934” 12" 
Finish: Old Copper 


Glass: 


Clear Seedy Flint 


PENDANT LANTERN 
Body Length 


No. Dio. O.A. 
522 fe 36” 
523 10” 42” 


Finish: Old Copper 
Glass: Clear Seedy Flint 


BRACKET LANTERN —> 


Body Height 

No. Dia. OA. Ext. Wall Plate 
468 iid 23” 8%" 412" x 1412" 
470 9" ~—-28%)” = 12" 4h" x 1614" 


Finish: Old Copper 
Glass: Opal 


7770. "Sq «8620” ee 
7771 ~—-13"Sq. 


No. 


7780 11” sq. Zz 48” 
7781 13” sq. 


BRACKET LANTERN 
Roof Height 
Size OA, Ext, Ls, 


24” 18” 1 
FINISHES 


PENDANT LANTERN Iron Lanterns: Black 
Roof Body Length 
Size Length O.A. 


Copper Lanterns: Standard Bronze 
Optional: Black 


1 GLASS 
White Opal 


Specify Iron or Copper on 
units priced both ways. 


BRACKET LANTERN 

Roof Height 
No. Size O.A. Ext. Lts. 
7774 Ie 2gr 17" 1 


PENDANT LANTERN 

Roof Body Length 
No. Size Length O.A. 
7773) veg 


BRACKET LANTERN 
Roof Height 
No. Size OA. Ext. Lts. 
777212" dia. 26" 17%" 1 


7773 16"dia. = 29" 20%” 
PENDANT LANTERN 
Roof Body Length 
No. Size Lengih O.A. 


7782 12” dia. 22 48" 
7783 16” dia. 


ae 


BRACKET LANTERN 
Body Height 
No. Size O.A. Ext. Lis. 
280. 7"'sq. 914" = «=910" = 


283 9” sq. 7" My” 1 
Finish: Black and Colonial Brass 
Glass: Clear with C.R.1. Top 


< CYLINDER BRACKET 
Lgth. Cylinder 
No. O.A. Size Ext. 
1795 28” 10” x 18” 13%” 
Finish: Standard Bronze 
Glass: Opal Cyl. Lights 1 
Hinged Bottom Door 


PENDANT LANTERN 


Cylinder Body Length 
No, Size Length O.A, 
1735 10” x 18” 27” 54” 


Wall Plate 
Size 


4Y4" x 234" 


BRACKET LANTERN 


Body Length Wall Plate 
No. Size O.A. Ext. Size Ls. 
8” dia. 22" ww 4M," x19" 1 
10” dia. 2714" 133%," 444," x 24" 1 
12” dia. 33” 15%," 444" x 29” 2 
Finish: Standard Bronze 
Glass: Opal 
Hinged Front Door 
| 
| 
4 
| 
% 
| 
BRACKET LANTERN 
Roof Height Wall 
No. Dia. OA, Plate Ext. Lts. 


7746 14” 301%” 4," x 19" 17” 1 
Finish: Standard Bronze 

Glass: Clear Seedy Flint 

Hinged Front Door 


PENDANT LANTERN 


Roof Body Length 
No. Dia. Length O.A. 


7748 14” 28” 54” 


WALL POCKET — 


< WALL POCKET 


Length 
No. Dia. OA. Ext Lis. 
1725 10" «27 «5Y 2 


1726 10” 36” SP: 3 
1727 10” 45" 5" 4 


*WITH FLAT GLASS BOTTOM 


*1798 = 8” 25" 4” 2 
*1799 BY” 34” 4” 3 
Finish: Standard Bronze 

Glass: Opal 


Hinged Door 


Section Showing 
Wall Pocket 


BRACKET LANTERN — 


Body Length Wall 
No. Dia. OA. Plate Ext. 
1731 ie 24” AM," x 20” oF 


Finish: Standard Bronze 
Glass: Opal 
Hinged Door 


< WALL POCKET 


Length 
No. Dia. OA. Ext. — Lts. 
1772 7%" 21%" 4%" 2 


Finish: Standard Bronze 
Glass: Opal 
Hinged Door 


Length 
No. Dia. O.A. Ext. = Lts. 
1728 10” 21” 5” Z 
1729 10” 27" S? 3 
Finish: Standard Bronze 
Glass: Opal 
Hinged Door 


Lts. 


CEILING DRUM 


Body Length Ceiling Plate 
No, Size O.A. Size 


4485 10Y" dia. TY" 11%" dia. 


4487 14” dia. 7M" 15” 
Finish: Burnished Gold 
Glass: Albatone 


CYLINDER POCKET 
Wall Plate 
No. Cylinder Size Size 
1833 6” x 14” Half 72" x 19" 
1834 8” x 18” Half 92" x 24” 
Finish: Standard Bronze 
Glass: Opal Lights 2 


dia. 


Ext. 


4” 
5” 


Lts. 


2 
3 


PENDANT LANTERN 


Length 
No. Body O.A. 
269 8” Sq. 30” 
Finish: Colonial Brass 
Glass: Clear with CRI top. 


No. 
4359 
4360 


CEILING UNIT 
Dia. Depth Lts. 
12” Sq. 6” 2 
15” Sq. a 2 


Finish: Satin Nickel 
Glass: Opal 


Hinged Bottom Door 


No. 

1836 

1837 
*1839 


CYLINDER POCKET 


Wall Plate 
Cylinder Size Size 


6” x 14” Half 714" x19" 
8” x 18” Half 9Y_" x 24” 
5” x 12” Half 6” x 16” 


Finish: Standard Bronze 
Glass: Opal Lights 2 
*Not hinged. 


No. Dia. OA. Lts. 
7726 8” 10” 1 
7727 10” 12” 1 


CEILING LANTERN 
Body Length 


inish: Iron Lant. - Black 


Cop. Lant. - Old Copper 
Glass: Opal — Bottom Door 


BRACKET LANTERN 
Body Height 


No. Dia. O.A. Ext. 
7730 8” 24” 10” 
7731 10” 30” 12” 
7732 12" 36” 14” 
Finish: Standard Bronze 

Glass: Opal— Bottom Door 


No. 
7744 
7745 


Finish: 


Glass: 


CYLINDER PENDANT 


Roof Length Cylinder 
Dia. OA. Size 


10” 36” x12" 
12” 48” 10x 14” 
Standard Bronze 


Opal Cylinder 
Bottom Door 


Specify Iron or 
Copper on units 


priced both ways. 


Lts. 


1 
1 


CEILING LANTERN 


Body 
No, Dia. Depth = Lts. 
7728 12” 4y," Zz 
7729 14” 5%," 2 
7733 16” rh 2 
Finish: Iron Lant. - Black 
Cop. Lant. - Old Copper 

Glass: Opal — Bottom Door 


PENDANT LANTERN 


Body Height 
No. Dia. OA. lts. 
7724 ee a | 
7725. jor 3th 1 


Finish: Iron Lant. - Black and Brass 
Brass Lant. - Colonial Brass 


Glass: Clear Flint — Bottom Door 


(men 


POST LANTERN 
Height Scroll 
No, Roof O.A. Spread Lts. 
490 12” Sq. 26%" 11" 1 
491 15” Sq.. 33” 14” 1 


Finish: Iron Lant. - Black 
Copper Lant. - Old Copper or Black 


Glass: Opal 
Hinged Side Door 


STANDARD AND LANTERN 


Body Height 
No. Size O.A. Base Size 

1776 10" dia. 80% 12%” dia. 

1777) 12" dia. 84” 121%" dia. 

Cast Base—Dia. of Column 3” 

Finish: lron — Black 
Copper — Standard Bronze 
Optional - Black 

Glass: Opal 
Hinged Side Door 


POST LANTERN 
Roof Height Scroll 


No. Size O.A. Spread 
493 12" eye Ti" 
494 16" 38” 14” 


Finish: Old Copper 
Glass: Opal 
Hinged Side Door 


SCROLL BRACKET 


Roof Height Spread 

No. Size OA, OA. Ext. 
3945 8%)" Sq. 14%" 32" 11%" 
3946 11%" Sq. 19” 32” 1234" 


Finish: Black—Glass: Clear 


Hinged Bottom Door 


SCROLL BRACKET 


Body 
No. Size 
1643 10” Sq. 
1645 12” Sq. 
1646 14” Sq. 


Finish: Black 


Height Spread 
OA. OA. Ext. 


20” = 46”—15” 
aye? 4s% Az" 
27” 50" «19 


Glass: Clear with Frosted Chimney 


Hinged Door 


No. 


SCROLL BRACKET 


Roof Height Spread 


Size OA, 


1623 6%" Sq. gh 


1624 8” 


Sq. 10” 


OA. 
22" 
24" 


Finish: Black — Glass: Clear 


Open Bottom 


PENDANT LANTERN 


No. 
1695 
1696 
1697 
Finish: 


Glass: 


Body 
Size 


10” Sq. 

12” Sq. 

14” Sq. 
Black 


Clear with Frosted Chimney 


Hinged Door 


Length 
OA. 


36” 
42” 
48” 


Ext, 
73/4," 
9” 


No. 
835 


POST LANTERN 
o.D. 
Roof Height Post 
Size OA. Size 
11%_" Sq. 15%," 3%" Dia. 


Glass: Clear Moss 


No. 


7763 
7764 
7765 


POST LANTERN 


o.D. 
Roof Height Post 
Size OA. Size 


812" Sq. 13” 3Y," Dia. 
11¥_" Sq. 16” 31%" Dia. 


144%," Sq. 20” a” 
Clear—Hinged Side Door 


Dia. 


STANDARD FINISHES 
Iron Lant. — Black 
Copper Lant. — Old Copper 
Optional — Black 


Specify Iron or Copper on 
units priced both ways. 


POST LANTERN 


oO.D. 
Body Height Post 
No. Size O.A. Size 
AC300 10” Sq. 172" 34%" Dic. 
AC301 12” Sq. 19%" 342" Dia. 
AC302 14” Sq. 25" 4” Dia. 


Glass: Clear—Frosted Chimney 
Hinged Side Door 


POST LANTERN 


O.D. 
Body Height Post 
No. Size OA, Size 


7767 ~=10" Sq. 17” 3%" Dia. 
7768 = 12” Sq. ig” 34" Dia. 
7769 = 14” Sq. 25” 4” Dia. 
Glass: Clear with C.R.I. Top 

Frosted Chimney 

Hinged Side Door 


PENDANT LANT 


No. Body 
3826 BY,” Sq. 
3827-1144” Sq. 
3828 14” Sq. 


Glass: Clear Moss 


ERN 
Body Length 
OA. OA. 
We 26” 
15” 30” 
20” 36" 


Hinged Bottom Door 


POST LANTERN 


Height 
No. Body OA. 


270 9" Sq. 1914” 
271 WaviSq. 27” 
Glass: Moss 


Base 
Size 
54” Dia. 
7%," Dia. 


No. 
3955 
3956 
3831 
3832 
3957 


Glass: 


PENDANT LANTERN 


Body 
Body O.A. 


8” Sq. = :12%4" 
10” Sq. 16” 
12” Sq. 18 
14” Sq. 23” 
16” Sq. 27” 
Clear with C.R.I. Top 


Hinged Bottom Door 


STANDARD FINISHES 


Iron Lant. — Black 


Copper Lant. — Old Copper 


Optional — Black 


Specify Iron or Copper 
Lanterns when ordering. 


No. Roof 
445 12” Sq. 


Glass: Clear Moss 


POST 


Roof 


No. Size 

815 12” Dia. 
816 15” Dia. 
Glass: Clear Moss 


POST LANTERN 


Height 
Bottom OA. Lis. 


8” Sq. 15” 1 


W. S. Patent Office 


LANTERN 
Height Base 
O.A. Size Lts. 


24” 634” Dia. 1 
29” 8” «Dia 7 


No. 


CEILING LOUVER 


No. Dia, Depth 
8040 Ta" 6%," 


8041 14” 6%" 
8042 16” 6%" 
8043 = 20” 6%" 
8044 = 24” 8” 

Finish: Pewter and Gold 
Glass: Albatone Bottom 


HALF RD. LOUVER POCKET 


Width Height Ext. 


8051/10 10” 3%” 5” 
8051/12 12" 41%," 6” 
8051/14 14" 54%," 7” 


8052 


16” 5Y," 3” 


Finish: Pewter and Gold 


Glass: 


Albatone Bottom 


Lamps 
1- 75 


2- 60 
2-75 
2-100 


PENDANT LOUVER 


Length 
No. Dia. O.A. 


8045 14” 24” 
8046 16” 32” 
8047 20” 42" 
8048 24” 42" 
Finish: Pewter and Gold 


Glass: Albatone Potton, 


Lamps 
2-100 
4-75 
4-100 
4-150 


c= 


CEILING DISH 


Glass Length 
No. Size OA. 

4841 8" dia. 4Y%," 
4842 10" dia. 43," 
4843 12" dia. 6%" 
4844 14” dia. 6%" 
4845 16" dia. 6%" 


Finish: Satin Nickel 


Glass: Radiant 


Lamps 
2- 60 
2-75 
2-100 
2-150 
3-150 


HALF RD, LOUVER POCKET 


No. Width Height — Ext, 
8049 12” iz 6” 
8050 16” 22” 8” 


Finish: Pewter and Gold 


Glass: Albatone Bottom 


Lamps 
2- 60 
2-100 


FLUSH CEILING TYPE 
Hinged Screw-on 


Front Flat Front Face Insert Insert 

No. No. Size Size Depth Lts. 
1053 1093 8%4"Sq. 74"Sq. 5” 1- 75W 
1054 1094 10%”Sq. 9%"”Sq. 5” 1-100W 
1055 1095 123%4”Sq, 11%" Sq. 5Y2” 1-150W 
Finish: Satin Nickel 
Glass: Pyrametric 


Chrome Reflector 


FLUSH CEILING TYPE 


Face Insert Insert 
No. Size Size Depth Lts. 
1081 9" Dia. 7)"Dia. 5” 1- 75W 
1082 11”Dia. 91%"Dia. 5” 1-100W 
1083 13” Dia. 11%%”Dia. 5” 1-150W 


Finish: Satin Nickel—Front Screws On 
Glass: 
Chrome Reflector 


Pyrametric 


Hinged 
Front 
No. 
1031 
1032 
1033 
1034 
4354 


Glass: 


ALL UNITS APPROVED BY UNDERWRITERS’ LABORATORIES, 


INCANDESCENT RECESSED UNITS 
Screw-on 
Flat Front 


No, 
4361 
4362 
4363 
4350 


Pyrametric 
Chrome Reflector 


Face 
Size 
14” x8” 
18” x 8” 
22” x8” 
2549" x 8” 
38” x 9Y_” 


Finish: Satin Nickel 


SEMI FLUSH CEILING TYPE 


Face Insert Insert 
No. Size Size Depth Lts, 
1088 10” Sq. 84%," Sq. 5” 1-100W 
1089 13%4"Sq. 12"”Sq. 5” 2- 75W 


Finish: Satin Nickel—Hinged Front 
Glass: Cast Prismatic 
Chrome Reflector 


U.S. Patent Office 
amy 25 1953 


zion 
Insert Insert 
Size Depth Lts. 
1242" x6Y2" 5”  1-100W 
16%," x62" 5” 2- 75W 
204” x 6%" 61" 2-100W 
24” x62" 7” 3- 75W 


361” x 8” 


52” 4- 75W 


FLUSH CEILING TYPE 


Face Insert Insert 
No. Size Size Depth Lts. 
1090) 6” Dia. A” Dia. 5” 1- 40W 
1091 9” Dia. 7” Dia. 62" 1-100W 
Finish: Chromium—Front Screws On 
Glass: Pyrametric 


Aluminum Reflector 


INC. 


FLUORESCENT WALL BRACKET 
15 Watt 20 Watt Lamp Wattage 
No. 3006 No. 3011 Keyless 
No. 3007 No. 3012 With Switch 
No. 3008 No, 3013 With Outlet & Switch 
19%” 25%" Length 
24%" 2¥," Width 
Finish: Pewter 


FLUORESCENT WALL BRACKET 
15 Watt 20 Watt Lamp Wattage 
No. 3207 No. 3208 Keyless 
No. 3210 No. 3211 With Switch 
No. 3213 No. 3214 With Outlet & Switch 
199%" 25%" Length 
4," AY," Width 


Finish: Pewter 


CEILING LIGHT 
No. Lamps 
HS3377 2-15 W 
HS3378 2-20 W 


Length 
19%," 
25" 


Finish: White Enamel and Gold 


WALL REFLECTOR 


Convenience 
Outlet and 


Keyless Switch Lamps 
No. 3219 No. 3019 1-15 W 
No. 3220 No. 3020 1-20 W 


Finish: Pewter 


Length Height Ext. 
1BY,” 24%," AY" 
2AYp" 245" AY 


TWO-LIGHT SOFFIT 


Front 
No. Lamps Size 


*3428 2-15 W 991" x 2014” 
*3429 © -2-20W 9%" x 2612" 
#3431 -2-40W 919" x 501%” 


Finish: Satin Nickel Glass: 


Insert 
Size 
8" x 19” 
8” x 25” 
8” x 49" 


Pyrametric 


Hinged Door—White Enamel Reflector 


*Does Not Have U/L Label 


HALF CYL. POCKET 
No. Wall Plate Lts. 
1822 6” x 14” 1 
Finish: Satin Nickel 
Glass: 5” x12” Opal 


INDIRECT POCKET REFLECTOR 


Length 
No. Diam. O.A. Ext. 
8381 14” 11H 10%” 
Finish: Pewter 
Equipped with Asymmetric Mirrored 
Glass Reflector 


= eS 


Incandescent 
WORK LIGHT 
(With Convenience Outlets) 
No. Length Height Ext. Lts. 
4268 9” AN” A 
4269 15# 4Y,”" 4," 2 


(Without Convenience Outlets) 
4366 9" AY” AY” 
4367 15" 44%” 4” 2 
Finish: Satin Nickel 
Glass: Pyrametric—Slides in Right End 

All Equipped with Switches 


Incandescent 


WALL REFLECTOR 


No. Length Height Ext. — Lts. 
qsea tate 


Finish: Satin Nickel 
Glass: Pyrametric 


Equipped with switch 


Section Showing 
Reflector for 300 to 
500 watt lamp 


HALF CYL, POCKET 

Height 
No. O.A. Width Ext. — Lis, 
1767 10%” 4u," 344” | 
Finish: Satin Nickel 
Glass: 4”x 10” Opal 


INDIRECT POCKET 


Height 
No. Width Ext. O.A. Lamps 


4614 8” AY,” Se 1-60 
4615 iz? 5” we 2-75 
Finish: Pewter and Gold 


FLUSH TYPE 
Hght. of Face Insert 
No. Letters Size Size 
724/58 5" 8" x14" 61y" x 12%” 
724/6 6” 9%" x 14" BY," x 124" 


724/8 8” 111%" x 15” 104%," x 133%" 
Finish: Statuary Bronze — Hinged Front 
Glass: Red Panel, White Letters 


SURFACE TYPE 
Hght. of Face 


No. Letters Size Depth ts. 
117/338" 4%" x10" = 3" 1 
117/50 5% 6" x 12" 3” 2 
117/6 6" = =7%" x12" = 3" 2 
117/8 8” 9%" x13" = 3%" 2 


Finish: Black — Glass Slides In 
Glass: Opal Panel, Red Letters 


END MOUNTING 


114/5 5” Or ete 4” 
114/6 6” 73" x12" a” 


NR 


Insert 


Depth Lis. 


3" 
3" 
3Y%4" 


FLUSH TYPE 
Hght. of Face Insert 
No. Letters Size Size 
722/33” = 55e"x11" 4%” x 10%” 
722/55” 8" x14” 6%" x 12%)" 
722/6 6” 9%," x 14" BY," x 12%” 
722/8 8" 11%" x15" 10%," x 133%” 


Finish: Black — Front Screws on 
Glass: Opal Panel, Red Letters 


FLUSH TYPE WITH WIRE GUARDS 


702/55" 8” — x14" 614" x 1214" 
702/66” = 9%" x 14” BY," x 12%" 


3” 
3” 


2 
2 
2 


Directional arrow furnished 


NNN 


OPTIONAL EXIT PANELS 


Opal Panel, Green Letters 


or 


Red or Green Background, 


White Letters 


on request at 
nominal charge. 


Specify Direction of Arrow 


FLUSH TYPE 


Hght.of Face Insert 
No. Letters Size Size 

725/55" = 8" x 14" 61%" x 1245" 

725/6 6” 9%," x 14” BY," x 1214" 


725/8 8” 11%)" x15" 10%" x 1334" 
Finish: Statuary Bronze — Hinged Front 


Glass: Opal Panel, Red Letters 


Insert 


Depth Lis. 


git 2 
3” 2 
3%," 2 


SURFACE TYPE 
Hght. of Face 


No. Letters Size 
115/5 5” 6” xia" 
115/6 6” 7%," x12" 
115/8 8” 942" x 13” 


Finish: Black — Removable End 


Glass: Opal Panel, Red Letters 


SURFACE TYPE 
Hght.of Face 


No. Letters Size 
168/5 5” 6" ix 12” 
168/6 6” 75" x12" 
168/8 8” 9Y_" x 13" 
Finish: Black — Glass Slides In 
Glass: Opal Panel, Red Letters 


Depth Lis. 
av 2 
3” 

3%” 2 


Depth —Lts. 
av 2 
3" 
nn) 


SPECIFY ARROW TO “‘E”? OR TO “‘T” 


<— 


Arrow “E"" 


> 


Arrow "T"" 


152 SINGLE FACE PENDANT 
152X DOUBLE FACE PENDANT 


Hght.of O.A. 
Letters FaceSize 


12” x6" 
12" x 6" 
12” x 734" 


Length 
O.A. Depth 


13%” 3” 
13%” 3” 
15%" 3” 
12” x73" 15%" 3” 
152/88” 13"x9%4" 17" 3%" 
152/8X 8” 13”x9\%," 17” 3YQ” 
Finish: Black — Glass Slides In 

Opal Panel, Red Letters 


No. 
1862/5: 5” 
152/5X 5” 
152/66” 
152/6X 6” 


Glass: 


SURFACE TYPE 


Height of Face 
No. Letters Size Depth 
726/5 "st is%xzt Se 
726/6 6" 13” x 83," ar 
726/8 8” ~— 14" x 104%” = 34%” 


Finish: Stat. Bronze — Hinged Front 


Glass: Opal Panel, Red Letters 


Ls. 


PNY NR NN 


No. 
125/3 
125/5 
125/6 
Finish: 
Glass: 


Vy. S. Pate 


SURFACE TYPE 


Hght. of O.A. OA. 
letters Height Width 
ge 150) 8” 
5” 6%" = 16%" 
6” 7%" = 16%" 
Black 


Red Panel, White Letters 


MANY 


SURFACE TYPE 


Hght. of 
nt Oifise. (eters) (Size Depth Lis. 
g32q 5% 7h xi7@ Bt 
e348 6%! x ize BY} 
Q5 199bs26 8” 10%"x18" 3%” 2 


Finish: Pewter and Gold 


er softift” Opal, Red Letters 


SURFACE TYPE 


Overall 
Ext. Us. No. Back Plate Size Ext. 
4” a u 8329 444" dia. 10%x13" 24%” 
7%, 2 Finish: Pewter and Gold 
7% 2 Glass: Etched Clear Plate 


SURFACE TYPE 


Height Style of 
No. Box Size O.A. Depth Silhouette 
1290 6” x12" 8" 4” Man 
1291 GMix12" 8y,” 4” lady 
DOUBLE FACE END MOUNTING 
1290X er'x2” 814” 4a” Man 
1291X 6x12" 8%" 4” lady 


Finish: Stat. Bronze — Lights 2 
Glass: Opal Panel with Design — Slides In 


FLUSH STEP LIGHT 


Cast Bronze 


No. Front Insert Size 
294 10%” x44" — 9Y_" x3Y%_" x 34” 


Finish: Natural Bronze 
Glass: %4” Wire Plate 


FLUSH LIGHT 
Face 
No. Size Insert Size 


105 8" x 4" 7346" x 3746” x 3” 


Finish: White Enamel 
Glass: C.R.I. 


FLUSH LOUVER AISLE LIGHT 


No. AC 379 — Vertical Mounting 
No. AC 380 — Horizontal Mounting 


Face 


Size Insert Size Lts. 


8Yy" x 5V4" 75," x 4Y_" x 3” 
Finish: Black 


1 


Lts. 


Ls. 


GUARDED 
VAPOR-PROOF 
BRACKET 
No. Lamps 
8311 1-100 W 


Cast Grey Iron 
Cadmium Plated 


Vell -J-House 


ILLUMINATED NUMBERS 


PORCH LIGHT 


Roof 
No. Size Depth —Lts. 
2502 9Y_"x51n"” —33,,"” 1 


Finish: Old Copper 
Glass: Clear Moss 


POCKET LIGHT 
No. O.A. Length Depth — Lts. 
2522 6" 9%" 3%" 1 
Finish: Old Copper 
Glass: Clear Moss 


RECESSED LIGHT 


Face 
No. Size Insert Size Lts. 


4 
2504 = 4Y—e"xK9 BY" x3%4"x3" 1 
Finish: Old Copper 
Glass: Opal 


Tell-A-House All Copper lanterns are 
equipped with interchangeable inter- 


locking numerals, An assortment of 
120 black numerals and blanks are 
supplied with each dozen lanterns. 


LL 


|REST ROOMS 


END MOUNTED SIGN 


No. Type Ext. 

PENDANT SIGN 1232 S. F. 16” 

No. Type Frame Size Daylite Size 1232x DF 16” 

1251 S.F. 16” x 634" 12%" x 4” mn 

 F. 1 

1251X D. F. 16” x 634” 1234" x 4” 12399 Sof es 
1252 S.F. 16" x 814" 1234” x 5Y_” 1233X D.F. 16’ 

1252x Dur 16” x 8%” 1254" x 51” 1234 S.F 18” 

1253 S. F. 18”'x 9” 14%” x 64” 1234X D.F. 18” 

1253X D.F. TS™ x9" 1434" x 64%” 


Furnished with 2 Canopies and 2— 18” Chain Hangers. 


DIRECTIONAL SIGN INFORMATION 


WHEN ORDERING SIGNS BE SURE TO SPECIFY THE FOLLOWING: 
1. Single Face (S.F.) or Double Face (D.F.) 3. Lettering Required. 


2. Kind of Glass. 4. Finish Required. pesig? Bia 


LETTERING ON PANELS: 
Lettering on panels is based on size of sign. Signs with 1234” x 4” Daylight are for 
one line lettering. Signs with larger Daylight can have two lines of lettering. 
GLASS SIGN PANELS: 
SEALITE — Plate Glass with etched Gothic Letters illuminated through edge. 
PAINTED — White Opal Glass with Black (or optional color) Gothic Letters. 


FINISHES: 

Bronze Signs—Standard Bronze. 

Steel Signs—Sprayed Statuary Bronze. 
MOUNTING: 

Specify left or right hand mounting. 


Wall Plate 
Size 
4y"x 9” 
444" x 9” 
AMA" x11" 
4%" x11" 
4%" x11" 
4M" x11" 


NURSES 
REGISTRY 


Daylite Size 
1294" x4” 

12%" x4” 

1234” x 52” 
1244” x 5Y4” 
144" x 644" 
144%" x 644” 


END-MOUNTED SIGN 
101 - SINGLE FACE 


SURFACE WALL SIGN 


101X - DOUBLE FACE No. Frame Size 
Ext. O.A. 15” 1235 16” x 634” 
Wall Plate 9” x 5” oy gyn 
‘Lights 2 1236 16” x 8% 
Painted Opal Glass Panel Only 1237 


18”x9” 


Daylight Size 
123%," x4” 

125," x 5%” 
1434" x 6%" 


CEILING TYPE 


Body Height 7 
No. Dia. 0.A._—_ Lamps 
7o0o1 14” 8” 2-150W } 


BRACKET LANTERN 


Body Height FINISHES 
No, Dia, OA, Ext. Antique Gold 
7007 8” ha 13” 


Rusty Iron and Gold 
Burnt Brass 
Swedish Iron and Gold 


Copper Lant.—Old Copper 
or Black 


GLASS PANELS 
White Opal (Granite) 
Amber-Opal Cathedral 


PENDANT LANTERN 


Body Body Length 
No. Dia. Length OA. Lamps 


7002 10” 19” 6 ft. 1-200W 

7044 12” 31” 10ft. 1-200W &3- 60W 

7045 14” 35” 10ft. 1-300W &3- 75W 

7046 16” 41” 10ft. 1-500W & 3-100W 
Hinged Side and Bottom Doors 


POCKET LANTERN BRACKET LANTERN 


e Roof Height Back 

Body Height No. Dic. OA. Plate 
No. Dia. O.A. © Ext. CHI35) 8” = 19%” 4%4"x11" 
7005 7” 13" 3%” CHI136 11" = 25” 4Y,"x14" 


CEILING AND PENDANT TYPE 
Body Length 


No, Type Diameter Over All Lamps 
7061 Pendant 15” 4 ft. 3 
7062 Ceiling 15y%4" 185" 3 


o 
BRACKET LANTERN 
Body Height Wall 
No. Dia OA. Plate 
cH299 7” 23” AYA" x14" 
CH300 9” 28%"  4Y%Q"x1615” 


FH: 


PENDANT LANTERN 


Body Body Length 
No. Dia. Length Over All Lamps 
7070 12” 32” 10ft. 1-200W &3- 60W 
7071 14” 40” 10 ft._ 1-300W & 3- 75W 
7072 16” 45”  10ft. 1-500W & 3-100W 


Equipped with Opal Glass Reflector and Con- 
centric Louvers for downlight. Side and Bottom 
doors. 


CEILING TYPE 


Length 
No. Dia. OA. Lamps 
CH277 12” 5” 2- 75W 
CH311_ 14” 5%,”  2-100W 
CH312 16” y™ 2-150W 


YJ. S. Patent Offi 


MAY 25 1953 


Design Divisio 


POCKET LANTERN 


Body Height 
No. Dia. OA. Ext. 
7068 7” Ag” 444” 


BRACKET LANTERN 


Roof Height 
No. Dia. OA. — Ext. 


7039 9” 15” y2F 


FS253—PENDANT TYPE 
Length O.A.— 24” 


IN ILE III 


CEILING TYPE 
Body Length 
No, Dia. OA. Lamps 
7726 8” 10” 1-100W 
7727 =(10" 12” ~=1-150W 


Wiring diagram for 
12”, 14” & 16” dia. 
Church lanterns 


PENDANT LANTERN 


Body Body Length 

No. Dia. Length .A. Lamps 

CH233. 10" = =.22” 6ft. 1-200 

CH234 12” 29” 10ft. 1-200 & 3- 60W 

CH235 14” 32” ~—-10ft.._: 1-300 & 3- 75W 

CH236 16" 37” 10ft. 1-500 & 3-100W 
Side and Bottom Door 


BRACKET LANTERN 


Body Height Wall Plate 
No. Dia. OA. Ext. Size 


CH238 64," 17" 9Y%_" 44 "x1194" 
CH239 8" = 21" 11" 414 "x14 14" 


CEILING TYPE 


Body 
No. Dia. Depth Lamps 


7728 = 12” 5” 2- 75W 
7729 =«14" 5%" 2-100W 
7733 «16" ” dad 2-150W 


BRACKET LANTERN 


Roof Height 
No. Dia. OA. Ext Wall Plate 
CHI46 9” 15” 12" 44" dia. 


¢H207 — PENDANT LANTERN 
Length O.A. — 36” 


POCKET LANTERN 
No. Width Height Ext. 
CH237 8” Eh ba 4” 


y. S. Patent Office 


wa 25 1953 


Design Division 


